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UNCLASSIFIED 

PAGE 01 OTTAWA 04098 312141Z 
15 

ACTION NRC-07 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /025 W 

086188 

R 312120Z OCT 75 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 7939 

UNCLAS OTTAWA 4098 

E.O. 11652: N/A 
TAGS: TECH, CA 

SUBJECT: MEDICAL ACCELERATOR STANDARDS 
REF: OTTAWA 4028; STATE 251516 

1. IN REPLY TO STATE REFTEL, AECB GUIDLINES BEING POUCHED 
DEPARTMENT, ATTENTION HOYLE, OES/NET/IM. 

2. CANADIAN MINISTRY HEALTH AND WELFARE ALSO HAS CONCURRENT 
JURISDICTION AND DOCTORS BOOTH AND DAS GUPTA BOTH KNOWN TO FORMER 
AEC BIOLOGY DIVISION STAFF, ARE CURRENTLY REWORKING 

HEALTH AND WELFARE STANDARDS. BOTH ARE OUT OF TOWN ON 
BUSINESS TRIPS BUT WILL BE CONTACTING EMBASSY SCICOUNS NOVEMBER 
3 OR 4 BY PHONE; BOOTH HAS INDICATED HE WOULD WELCOME OPPORTUNITY 
TO CONSULT PERSONALLY WITH AMERICAN COUNTERPARTS AFTER THEY 
HAVE HAD OPPORTUNITY TO LOOK OVER NEW DRAFT. SHOULD BE ABLE TO 
POUCH NEW H&W DRAFT BEFORE END OF THE WEEK OF NOVEMBER 3. 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
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Disposition Authority: n/a 
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Disposition Remarks: 

Document Number: 1975OTTAWA04098 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750379-0776 
From: OTTAWA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975101/aaaaaapv.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NRC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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